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210 HOW BEAUTIFUL UPON THE MOUNTAINS 


The Heber Light and Power Plant erected in 1909. 

Work proceeded and by March, 1909, the committee announced they 
were ready to install the power producing equipment. A Mr. Lund of 
Salt Lake City was hired on March 29, 1909 to install the equipment at 
a salary of $125 per month during the time of installation. Laborers who 
were employed to work on the building were paid 25 cents an hour or 50 
cents an hour if they furnished a team. 

On May 10, 1909, E. Parley Cliff was appointed city electrician and 
wiring inspector to supervise the installation of wiring in homes through- 
out the community. 

By fall of 1909 the residents of Heber, Midway and Charleston 
were enjoying electrical power, a factor which may have influenced 
many to re-elect Mayor Clyde in the November, 1909 election. On 
November 15, 1909, the council passed a resolution that any resident de- 
siring a street light in front of his home could install the light and receive 
free electric power from the city. 

On February 10, 1910, the executive committee of the plant reported 
that the total cost of constructing and equipping the plant was $66,789.66. 
Heber was granted three-fourths ownership, with Midway and Charleston 
owning one-eighth shares each. 

The plant served the communities and their entire needs adequately 
until 1946 when the Heber City Council and town boards of Midway 
and Charleston met to discuss an additional hydroelectric plant on Snake 
Creek, Joseph Hylton was serving as mayor at the time. The project 
was approved and work was completed early in September, 1949, at a 
cost of $161,387.00. Lorenzo A. Wootton and Hugo Price directed the 
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construction and engineering work, and Charles Bonner was the first 
plant operator. Mr. Bonner served at the plant until 1960 when Glen 
Horrocks succeeded him. — 

Through the years the Heber Light and Power plant has been a- 
very successful venture, in spite of outside commercial competition. Total 
assets in 1958 were in excess of $500,000. 

When Mayor Clyde began his second term in 1910 he had council- 
men John E. Moulton, finishing a four-year term, David Fisher, Robert 
Duke, Richard Jones and J. VV. Crook, two-year councilmen; Joseph A. 
Murdock, recorder and J. R. Price, treasurer. \ 

Popularity continued with Mayor Clyde in the November, 1911 
election, and he was re-elected for an unprecedented third term. John 
H. Hicken was elected as four-vear councilman and John E. Moulton, 
Joseph A. Rasband. E. J. Duke and David Fisher won, two-year council 
posts. Joseph A. Murdock continued as recorder with Lucinda Buys as 
treasurer and Fred L. Clegg as justice of the peace. .. | 


\ 

With the coming of Spring in 1913 Mayor Clyde and the council 
proposed that sidewalks between 4th North and 4th South Streets and 
along Center Street be paved. They also took steps to grade and gravel 
two blocks of roadway on Main Street during the summer. 

John E. Moulton, who had served several previous terms on the 
council, was elected mayor in the November, 1913 election. Serving with 
him were John H. Hicken, hold-over councilman, Joseph A. Rasband, 
John H. Murdock and William Coleman, two-year councilmen: Joseph 
A. Murdock, recorder and Lucinda Buys. treasurer. 

The Spring of 1914 brought a petition before the council signed by 
members of the Parents’ Class in the Heber Third Ward requesting that 
a time be set apart as “Gravel Day.” The Council apparently felt the 
need for such a project because it was moved and carried that three such 
days be set apart to give citizens an ample opportunity to bring gravel to 
their areas without getting in each others way. 

David A. Broadbent and Lavina Murdock also represented the same 
class of the other two Heber wards in presenting suggestions for the bet- 
terment and beautification of the city cemetery. 

On February 3, 1915, the community was saddened by the death of 
Mayor Moulton. William Coleman was appointed acting head of the 
council and worked with merchants in the community to close their places 
of business as a tribute to the mayor on the day of the funeral services. 


The council met on March 6, 1915 to consider candidates to replace 
the late Mayor Moulton, and after considerable discussion nominated 
Edward D. Clyde who was selected by unanimous vote. 

An entry from the council meeting minutes of March 27, 1915, is 
indicative of the changing times. Originally the city had placed electric 
utility poles in the center of city streets. Now they had been petitioned 
by members of the Automobile Club to move the poles to the sides of the 
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